Reflexband Soft (1 Paar) 


CE EN 471 geprüft 

Reflektierendes Sicherheitsband mit stufenlosem Klett- 
verschluss für Arme und Beine. Universell einsetzbar für 
Radler, Jogger, Reiter etc. 

Abmessung: 42x4cm 


#190 28501 gelb 


#190 286 01 schwarz VE = 10/250 pieces 


Reflexband Soft (1 Paar) 


CE EN 471 geprüft 

Reflektierendes Sicherheitsband mit stufenlosem Klett- 
verschluss für Arme und Beine. Universell einsetzbar für 
Radler, Jogger, Reiter etc. 

Abmessung: 42x2,5 cm 


#190 28701 gelb 


#190 288 01 schwarz VE = 10/150 pieces 


Reflexband 


CE EN 471 geprüft 

Witterungsbeständiges Sicherheitsband aus robustem 
Reflexmaterial mit stufenlosem Klettverschluss. 
Universell einsetzbar. 

Abmessung: 42x2,5 cm 


# 190 289 01 VE = 10/150 pieces 
Hosenband 


° 3. M Reflexfolie 
« elastisches Band mit Klettband 


Länge: 325 mm 

Breite: 32 mm 

# 190 329 01 VE = 10/200 Stück 
Hosenklammer 


Kunststoff mit Reflexstreifen 


# 190 292 01 schwarz 


# 190 259 01 gelb VE = 10/500 Paar 


Reflex-Schultergurt 


einfache, univ. Anpassung, Schulterlänge und Bauchum- 
fang verstellbar, Hochgl. Reflexmaterial, 5 cm breit 


#190 37301  S/M 


#190 37401  L/XL 
VE = 10/100 Stück 


www.pointbike.de 


Reflexmaterial reflective material 


Reflexband Soft (1 pair) 


CE EN 471 approved 

Reflective safety band with continuously variable 
velcrostrip for arms and legs. For all-purpose - biker, 
runner, rider etc. 


Dimension: 42x4cm 


#190 285 01 yellow 


#190 286 01 black Unit = 10/250 pieces 


Reflexband Soft (1 pair) 


CE EN 471 approved 

Reflective safety band with continuously variable 
velcrostrip for arms and legs. For all-purpose - biker, 
runner, rider etc. 


Dimension: 42x2.5cm 


#190 287 01 yellow 


#190 28801 black Unit = 10/150 pieces 


Reflexband 


CE EN 471 approved 

Weatherproof safety band of robust reflective 
material with continuously variable velcrostrip. 
For all-purpose. 


Dimension: 42x2.5cm 
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# 190 289 01 Unit = 10/150 pieces 
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Pant Protector 


° 3 M reflective foil 
« elastic band with Velcro® 


Length: 325 mm 

Width: 32 mm 

#190 32901 Unit = 10/200 pieces 
Pant Clamp 


plastic with reflective stripes 


# 190 292 01 black 


# 190 259 01 yellow Unit = 10/500 pairs 


Shoulderstrap 


easy and universal adjustable, shiny reflexmaterial, 
width 5cm 


#190 37301  S/M 
#190 37401  L/XL 
Unit = 10/100 pieces 
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